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JOINT CONCORDIA/UQAM INDUSTRY INITIATIVE 


MONTREAL / February 5, 1988 --- Concordia University and the 
Université du Québec &@ Montréal (UQAM) officially signed Canada’s 
first inter-university R & D agreement today to provide 
technology transfer to industry. The project’s goal is to 
increase Canadian firms’ competitiveness in international 
markets. 

The $170,000 project is being funded by the National 
Research Council for an initial two-year period. It begins next 
month. The Industrial Liaison Office will operate simultaneously 
on both campuses, drawing on the combined resources of more than 
475 Concordia and UQAM scientists and engineers. 

Under the joint agreement UQAM will provide leadership in 
areas such as environmental sciences and geotechnical studies, 
while Concordia will provide engineering capability. The two 
schools will share projects involving applications of computer 
science, mathematics, chemistry, biology, physics and psychology. 

The new office will determine the commercial potential of 
products, patents and technology developed in universities, and 
transfer them to the private sector for marketing. It will also 
put commercial firms in contact with Concordia and UQAM 
researchers to help private industry solve technological 
problems, and thus facilitate the development of commercially- 


viable products. 
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Although the concept of university/industry liaison offices 
is not new, this venture marks the first time in Canada that two 
universities have pooled resources to save money and better serve 
the business public. 

Companies wishing to contact the UQAM - R & D —- CONCORDIA 
Industrial Liasion Office can telephone Concordia at (848-4888) 


or UQAM at (282-3535). 
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Media representatives requiring additional information can 
contact the Public Relations Departments at either Concordia 
University or the Université du Québec a Montréal: 


Concordia: Ken Whittingham / Director (848-4879) 
UQAM: Josette Guimont / Director (282-3111) 


